Message 

From: Khan, Annie (DPH) [/(^COMMONWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=ANNIE.KHAN] 

Sent: 9/28/2011 1:47:33 PM 

To: Callahan, Allison (SUF) [/G^COM MON WEALTH OF MASSACHUSETTS/OU-MassMaii- 

01/cn=Recipients/cn=Allison.Beaumier-l] 

Subject: RE:^^^^m|| 

Alii son, 

I was trying to retrieve the drug receipt for this case but the Lab #s do not match up. 

At your convenience, could you please check the Lab #s for this case 
Much appreciated!! 

Annie 

Drug Analysis Lab 
617-983-6622 (work) 

617-983-6625 (fax) 

-Original Message- 

From: Cal 1ahan, Alii son (SUF) 

Sent: Friday, September 23, 2011 11:59 AM 
To: Khan , Annie (DPH); C orbett, Kate (DPH) 

Subject: 

Annie and Kate, 

I am wri ti ng to request the discovery packet regardi ng cert numbers 
Counsel is also seeking the fol1owing: "Documentation of the accuracy and maintenance of the testing 
device, including but not 1imi ted to the make, model and year of the device, maintenance protocol, 
calibration hi story, accuracy hi story including false hi story, and instructions and training materials 
related to the device." Pi ease contact me at your convenience with any questions or concerns. 

Al 1ison 


Folk OIG PRR 025168 








